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Dr. J. D. ANDREWS, Hotel Diou Hospital, advised 
that he treated Mr. DEAN ANDREWS at the hospital from 
November 20, 1963 until he was discharged on November 29, 
1963 and recalls that Mr. ANDREWS was kept under heavy 
sedation for the first four days at the hospital and 
did not believe Mr. ANDREWS was capable of using the 
telephone during that time. 

Dr. ANDREWS telephonically gave authority to 
the Hospital Librarian to furnish information to the FBI 
from Mr. ANDREWS' records. 
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